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NARA RG104, Entry 1, Box 118 


[Abstract:] Complains that returns for silver brick returns no gold... 776 
No. 518 


Kenduskeag National Bank 
Bangor, Me. 
September 16, 1879 


United States Mint 
Philadelphia, Penn. 


No. 443 
Dear Sir: 


August 28” 1879 We sent you by Adams Express Co. One Silver brick to be Assayed for 
both Silver & Gold = Value abt. (we thought) $300, = We have received certificate of Assay and 
$231.36 Silver = You do not give us the Assay of Gold which should have been from $6 to $10. 
= as all the other similar bricks from this mine have had that proposition of Gold in them. Please 
look after this and oblige. 


Yours & c. 
C.M. Hammatt, Cash. 


[Enclosed note: ] 


There was 1 4 thous. Gold in this dep. — the value of which falls short of the cost of 
parting. It was therefore not reported. 


P. DuBois 


